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Corrigendum 


Corrigendum  to  “Semi-interpenetrating  polymer  network  electrolyte 
membranes  composed  of  sulfonated  poly  (ether  ether  ketone)  and 
organosiloxane-based  hybrid  network”  [J.  Power  Sources  196  (24)  10584-10590] 

Dinh  Xuan  Luu,  Dukjoon  Kim* * 


Department  of  Chemical  Engineering,  Sungkyunkwan  University,  Suwon,  Kyunggi  440-746,  Republic  of  Korea 


The  author’s  regret  that  the  name  of  the  university  was  incorrectly  spelt.  The  correct  spelling  is  “Sungkyunkwan  University”. 
The  author’s  would  like  to  apologise  for  any  inconvenience  this  may  have  caused  to  the  readers  of  the  journal. 
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